Message 


From; Khan, Annie (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

01/CN=RECIPIENTS/CN=ANNIE.KHAN] 

Sent: 12/28/20114:06:44 PM 

To: Finigan, Thomas (NFK) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=Massmail- 

01/cn=recipients/cn=users/cn=tfinigan] 

Subject: Update on re-weighing 


Hi Tom, 

Sorry to bother you. I was informed that you were out of the office. 

Just an update on the re-weighing with independent chemist, Mike Higgins completed on Dec 27*'^. 
Lab# ^^^^^^oxycodone) 

Net weight: 7.496g 
Lab# ^^^^^|(oxycodone) 

Net weight: 7.766g 


Also requested that Mike re-weigh the marijuana for Lab As a courtesy, we approved this 

request. 

Lab# ^^^^^l(marijuana) 

Net weight: 37.765g 
Happy New Year!!! 

Thanks 


Annie 

Drug Analysis Lab 
617-983-6622 (work) 
617-983-6625 (fax) 
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